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To John Dykes Bower, Organist of St. Paul's Cathedral 


I GEORGE OLDROYD 

Suggested registration 
Sw. Quiet stops 
Ch. Gedact (to Sw) 

Gt. Claribel flute (to Sw.) 

Fed. 16 bourbon to Sw. 
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Tine taken in performance.'- 3 minutes 
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Suggested regist ration 
(A series of quiet stops 
on all manuals.) 

Ch. Gedact 
Sw. Quiet 8&4 
Gt. Claribel to Sw. 
Ped. 16 bourdon to Sw. 
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